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I LIST OF 

Metal Specialties 

CARRIED IN STOCK 
BY 

Tomkins Brothers 

(a corporation) 

Wholesale 
Masons Materials 

1914 


Main Office and Storage 
48 to 94 Passaic Street, Newark, N. J. 

* 

Branch Storage 

Adjoining L. V. R. R., Irvington, N. J. 

* 

New York Office 
Forty-Second Street Building, 

30 East 42d St. 
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TOMKINS BROTHERS 


Dexter Concrete Filled 
Fireproof Column 


The most economical support made 



A Dexter Column 
consists of a steel 
tube filled with 
concrete made with 
Dexter Portland 
Cement, crushed 
stone and sand. A 
high-grade cast- 
iron cap and base 
of suitable size is 
furnished with each 
column. 



Regular 

Column 


Piazza 

Post 
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Dexter Reinforced 
Concrete Post 



Dexter Concrete Posts 
are made T shape 
'v h i c h gives the 
strongest and lightest 
weight post possible. 
The Department of 
Agriculture on May 
21st, 1910, recommend¬ 
ed concrete posts to the 
farmer after careful 
experimenting. They 
are used by the U. S. 
Government, many 
railroads, and by all 
progressive farmers. 
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TOM K I NS BROTHERS 


Kno-Burn Expanded 
Metal Lath 


Diamond Mesh 
The Perfection of Metal Lath 



Gauge 

No. 

D. D. Lath 
Size of Sheet 

Weight 

per 

Bundle 

Yards 

per 

Bundle 

Sheets 

per 

Bundle 

Weight 

per 

Yard 

Yards 

in 

100 lbs. 

27 

18 x 96 in. 

27 y 2 lbs. 

12 

9 

2 y 3 lbs. 

43 

26 

18x96 “ 

30 “ 

12 

9 

2 % “ 

40 

25 

18 x 96 “ 

35 “ 

12 

9 

2.9 “ 

341/4 

24 

18 x 96 “ 

40% “ 

12 

9 

3.4 “ 

29% 


Write for prices and sample piece 
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TOMKINS BROTHERS 
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Rigid Lath 


A Superior Article for Mantel and Tile Setting 


Size of Sheet, I 8 J /2 in. x 96 in. 

Nine Sheets to Bundle 12 l /z yds. to Bundle 

Write for prices and sample piece 










TOMKINS BROTHERS 


Kno-Fur Lath 



Kno-Fur Lath is made with mesh work ribs running 
obliquely across the sheets at the same angle as the 
strand of the meshes. These ribs form a small 
truss similar to a roof or bridge truss, making an 
extremely rigid lath which can be used on centers 
up to 32 inches for side walls and 24 inches on ceil¬ 
ings. Kno-Fur Lath is furnished in the following 
gauges: 


24* 25, 26, and 27 U. S. Standard 
Manufactured from a special acid-resisting sheet 
and coated with the highest grade of carbon paint. 


STOCK SIZES AND WEIGHTS 


Gauge 

No. 

Size of 
Sheet 

Weight per 
Square Yard 

Sheets 
per Bundle 

Weight 
per Bundle 

24 

22 x 96 in. 

3.80 lbs. 

9 

56 lbs. 

25 

22 x 96 “ 

3.36 “ 

9 

50 “ 

26 

22 x 96 “ 

2.82 “ 

9 

42 “ 

27 

22 x 96 “ 

2.62 “ 

9 

39 “ 


IVrite for prices and sample piece 
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TOMKINS BROTHERS 


Wire Lath Staples 

Galvanized 



inch 1 inch 

Put up in one hundred pound kegs 
H inch, 480 to pound 1 inch, 226 to pound 

Lath Nails 

First Quality 



3D. Extra Fine Lath Nails 
Put up in one hundred pound kegs 
JVrite for prices and samples 
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Imperial Crimped 
Corner Bead No. 15 


The bead with the small rounded nose. 


Stock lengths, 6, 7, 8, 9 and 10 feet. 


End View. 


Longitudinal crimps or ribs in flanges insure ab¬ 
solute alignment and a stiffer, stronger, more struc¬ 
tural bead and the long fingers reach out onto the 
construction. 

These stiffening features are patented. 


JVrite for price and sample piece 















TOMKINS BROTHERS 




Crimped Corner Bead 
No. 9/4 


Stock lengths, 6, 7, 8, 9 and 10 feet. 


End View. 


The No. 9 l / 2 Bead is a lighter weight bead than 
the No. 15 Imperial, and lower in price. It is the 
best bead on the market for the money. 

Write for price and sample piece 
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TOMKINS BROTHERS 


“Whale Bone” Wall Ties 



The Standard “Whale Bone” Wall Tie is made of 
Salvaged, steel, perfectly finished, the strongest 
and best tie produced. It is 7 inches in length. 
Teeth are even and smooth-edged. 



As two holes are punched in one end of the stand¬ 
ard Whale Bone” Wall Ties they can be used for 
Veneer (Brick) construction as well as Solid Brick. 


Put up in boxes of one thousand each 


Write for prices and samples 
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TOMKINS BROTHERS 


The 

Allegheny Nailing Plug 



For holding nails in the wall joint, base furring 
framing, plumbing and electrical work, mantel and 
tile setting, awning, brick-laying and carpenter 
work, etc., it is practically indispensable. 

For concrete work or between tiling or floors, its 
advantages are apparent to all. Wooden plugs are 
far more expensive, since they are apt to become 
loose through shrinkage and subsequent rot. The 
Allegheny Nailing Plug can be laid in the mortar 
joint as the wall is built up; also in cement work. 


Put up in boxes of five hundred each 


IVrite for prices and samples 
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TOMKINS BROTHERS 


Roenius Coal Chute 



Style A Closed and Locked 



Style A Open and Ready for Use 

Style A size A 16 in. x 20 in., square 
Style A size B 16 in. x 24 in. square 
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TOMKINS BROTHERS 


Roenius Coal Chute 

With Glass Bull’s Eye 



Style B 

This Chute is used in such cases where the only 
available light must pass through the coal chute. 



Style B 


The four heavy bulls eye discs are two and one-half 
inches in diameter and nicely serve the purpose of 
ample light for coal bin. Sizes same as Style A. 
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TOMKINS BROTHERS 


Covert 

Improved Damper 

Throat and Damper 



Patented, August 20th, 1912 


PRICE LIST 


Damper No. 

Width of Fireplace 

Price 

524 

24 in. 

$3.25 

530 

30 “ 

3.75 

532 

32 “ 

4.00 

536 

36 “ 

4.25 

542 

42 “ 

4.75 

548 

48 “ 

5.25 

554 

54 “ 

6.00 

560 

60 “ 

6.75 
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TOMKINS BROTHERS 


Covert 

Old Style Fireplace 

Throat and Damper 



Series A 
Damper 
No. 

Width of 
Fireplace 

Length 

L*inches 

Depth 

D-inches 

Weight 

lbs. 

Price 

224 

2 ft. 0 in. 

24 

12 

26 

$3.75 

230 

2 “ 6 “ 

30 

12 

36 

4.25 

232 

2 “ 8 “ 

32 

12 

40 

4 50 

236 

3 “ 0 “ 

36 

12 

46 

4.75 

242 

3 “ 6 “ 

42 

12 

56 

5.50 

248 

4 “ 0 “ 

48 

12 

66 

6.50 
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TOMKINS BROTHERS 


Covert 

Climax Ash Trap 



When ashes accumulate, the door in the top is 
opened by pressing with a poker. The ashes drop 
into the trap, but as the lower door is closed, there 
is no draft from the ash pit, and no dust is blown 
into the room. 

With the Climax Ash Trap, this trouble is abso¬ 
lutely prevented, and the ashes are dumped with¬ 
out any dust whatsoever. These traps are desirable 
for use under the kitchen range, as well as for every 
kind of open grate or fireplace. 

One size only.Price $1.60 

Size outside, 8^2 in. x 13^ in. 

Hearth opening, 6^2 in. x IV /2 in. 
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TOMKINS BROTHERS 


Covert Flush Dump 



This Dump is an excellent one, consisting of sub¬ 
stantial frame with flanges about one inch deep, to 
which is pivoted a tight fitting flush cover plate, 
overweighted on one side so that it will not dump 
unless pushed down with a poker. 

No. 20, Hearth opening 6 in. x 9 in... .Price $ .50 
No. 30, Hearth opening 6 in. x 15 in... .Price .85 


74 PASSAIC STREET, NEWARK, N. J. 
17 









TOMKINS BROTHERS 


Cast-Iron 
Clean-Out Doors 



p°ors have frames 124 inches wide with flanges 1 
inch deep. & 

Prices quoted include iron anchors in all cases 
Special prices will be quoted, if desired, on sizes 
other than those listed below. 


SIZES AND PRICES 


v> lum oi 
Opening 

-Height of 
Opening 

8 ins. 

8 ins. 

12 “ 

10 “ 

12 “ 

13y 2 “ 

16 “ 

12 “ 

16 “ 

16 “ 

20 “ 

16 “ 

20 “ 

21 “ 

24 “ 

24 “ 

21 “ 

32 “ 


Note.—T he two larger si; 

made with very heavy frame; 
latches. 


Brick Opening 

Price 

8%x 9% 

$ .75 

12‘/ 2 x 12 

1.25 

12% x 15% 

1.50 

16% x 14 

1.75 

16% x 18 

2.00 

20% x 17% 

2.50 

20% x 23 

3.00 

25 x25 

7.00 

22 x 33 

8.00 


of the above doors are 
>, brass pin hinges and drop 
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TOMKINS BROTHERS 


Covert Coal Window 



Consists of Cast-Iron Frame and Sash, glazed with 
% inch wire glass. Secured by a brass padlock 
opened from outside. You do not have to climb 
over a pile of coal to open or to close it—the sash 
is taken out and set to one side while the coal is 
put in. 

This window sets into the masonry like an ordinary 
wood frame and sash and cannot become battered 
and broken like wood, nor does it rot. 

Size outside of frame 24^2 inches wide, 19 inches 
high. Size of opening 21 inches x 16 inches. 

Price complete, with heavy wire glass and provided 
with brass padlock, crated for shipment, $7.00. 
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TOMKINS BROTHERS 


Mortar Colors 


Red 

Buff 



Brown 

Black 


In offering Anchor Brand Colors, we assure you 
that the manufacturers have succeeded in making 
colors which will stand the action of both lime and 
cement, colors which are permanent, strong in col¬ 
oring properties, and ground down to as fine a 
standard as the most modern machinery can pro¬ 
duce. 


Put up in 400 lb. barrels and 100 lb. paper lined 
kegs. 


Write for prices and samples 


FORTY-SECOND ST. BUILDING, NEW YORK 
20 



















If you do not find in 
this book the material 
you are looking for 
please write ns. We 
probably have it, bnt 
if not we will help 
yon find it. 
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HOLLOW TILE and 
PARTITION BLOCKS 

OF DEMONSTRATED QUALITY 



TOMKINS BROTHERS 

(A CORPORATION) 

MAIN OFFICE AND STORAGE 
48 to 94 Passaic Street, Newark, N. J. 

NEW YORK OFFICE 

42d St. Building, 30 E. 42d Street, New York 
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TOMKINS BROTHERS, NEW YORK AND NEWARK 


HOLLOW TILE FOR EXTERIOR WALLS 


EXTRA HEAVY HARD BURNED 



These blocks are made for 6", 8", 10" and 12" walls, and the standard 
blocks have six air cells. Surfaces heavily keyed to hold plaster or stucco. 
Official compression tests show that the 8" wall block will take a maximum 
load of 115 tons, and the 12" wall block 210 tons. Sectional blocks fur¬ 
nished to take care of corners and to effect proper bond. Also jamb 
blocks for window frames. The ideal construction —Warm in Winter 
Cool in Summer—Sound proof—Vermin proof. Plaster can be applied 
directly to face of tile, thus saving cost of wood furring strips and lath. 
Wall will not warp or crack plaster, and our tile will not discolor or stain 
plaster. _ 


Compression Test by Ordnance Department, U. S. A. 

U. S. Testing Machine (Capacity 800,000 lbs.) 

Watertown Arsenal, Mass. 

Pennsylvania Fireproofing Co.’s Hollow Fire Clay Building Tile. 

Test No. 14,070 Sept. 13, 1909 

Size of Blocks, 12" x 12" x 12"—6 cell. 

XT ( Sectional area, 55.56 sq. in. M ("Sectional area, 54.69 sq. in. 

Ultimate strength, 475,200 lbs. 9 * ^ Ultimate strength, 378,500 lbs. 

1 ( “ 8,553 “ per sq. in. Z [ ‘ 6,921 “ per sq. in. 

Average, 7,737 lbs. per sq. in. 

(Signed) C. B. WHEELER, 

Lt. Col., Ord. Dept., U. S. A., Commanding. 
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BURNED CLAY PARTITION BLOCKS 



Split furring in block form, 
knifed so as to be easily cut 
in two on the job. 






























































STANDARD PARTITION 
BLOCKS 


STANDARD SPLIT 
FURRING 


>ize 2 x 12 x 12, Weight 14 lbs. per sq. ft. 

Size li x 12 x 12, Weight 8 lbs. per sq. ft. 

44 3 x 12 x 12, 

4 14 44 “ 

a 

44 2x 12x 12, 44 9 44 44 44 

“ 4x12x12, 

‘ 15 44 “ 

a 

44 3 x 12 x 12, 44 11 44 44 44 

44 5x12x12, 

4 19 44 “ 

<< 


44 6x12x12, 

4 21 44 44 

«< 


44 7 x 12 x 12, 

4 25 44 44 



44 8 x 12 x 12, 

4 2 8 4 4 44 

a 


44 9 x 12 x 12, 

4 31 44 44 

a 


“ 10x12x12, 

4 33 44 44 

«< 


44 12x12x12, 

4 38 “ 44 

«< 



PARTITION TILE 

Terra cotta partitions are the only ones that will withstand a great 
conflagration. When they are properly built upon the fireproof arches or beams, 
laid with cement mortar and wedged against the floor arches at the ceiling above, 
they have stood intact, while all forms of plaster blocks crumbled into piles of 
rubbish, and metal lath partitions twisted into scrap iron. 

In addition to fire resisting qualities, tile partitions are light, strong, easily 
erected by bricklayers, and do not transmit heat, cold or sound. 

Three-inch partitions can be safely used up to 15 feet in height, 4-inch to 
20 feet and 6-inch to 30 feet. 

The blocks are commonly made 12 inches high by 12 inches long. 

Blocks should be set on end, except top course, which may be set on side. 
Plaster applied directly to blocks. 


WALL FURRINGS 

Brick walls exposed to the weather must be furred to prevent dampness 
reaching the interior and destroying the plastering. For this purpose furring 
blocks of terra cotta are used. 

Split furring is made either li, 2 or 3 inches thick and 12 inches square. 
The ribs being set against the wall, an air space is formed which effectively 
checks the passage of moisture. They should be set with ribs vertical and 
fastened to the wall by driving tenpenny nails in the joints of the brick work, 
the head of the nail being bent down upon the tile, using a nail over every third 
block in every second course. The faces of the blocks are grooved to receive 
plaster. 

This form of furring is the most effective and at the same time the 
cheapest. In many instances regular 2-inch partition is used for furring. 
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